


The Terminal Building of the Washington-Wilkes Mu- 
nicipal Airport, Washington, Georgia. This carefully 
restored 18th Century (c 1790) farm cottage is probably 
the oldest airport terminal building in the world. 

















Published by Asheville Post Card Co., Asheville, N.C. 28802 











pp 


